Chief Officer 
2nd Officer 
Snr 3rd Officer 
Jnr 3rd Officer 
Surgeon 

Deck Cadet 
Deck Cadet 
Deck Cadet 
Deck Cadet 
Radio Officer 
2nd Radio Officer 


Chief Officer 
2nd Officer 
Snr 3rd Officer 
Jnr 3rd Officer 
Surgeon 

Deck Cadet 
Deck Cadet 
Deck Cadet 
Deck Cadet 
Radio Officer 
2nd Radio Officer 


Herefordshire IT 


Passenger Cargo - 10,700 d.w.t. 
(ex Port Hardy) 


Spring 1956 


(01/06/1956) 


Captain Potter P.H 
Chief Eng Officer Guthrie A 





Ogilvie D.E 2nd Eng Officer Jones R.M 
Hudson A 3rd Eng Officer Bentley H 
Gatis V.J Ext 3rd Eng Officer Green R.M 
Carling P.R 5th Eng Officer Kelly T.M 
Evans R.L 6th Eng Officer Pitt A.N 
Bernard D.H 7th Eng Officer Haydock B.V 
Barlow O.R 8th Eng Officer Dyer K.W 
Millhouse D 9th Eng Officer Ley P.S.G 
Spencer T.A Electrical Officer Outson S 
Mallett A.E 2nd Elect Officer McKeary D.L 
Diment C 
Carpenter Wolfenden P 
Chief Steward Cronin A.L 
2nd Steward Monaghan J.F 
Chef Bannell J 
Autumn 1956 
(01/11/1956) 
Captain Brammall H.W 
Chief Eng Officer Guthrie A 
Ogilvie D.E 2nd Eng Officer Jones R.M 
Hudson A 3rd Eng Officer Marsh N 
Carling P.R 4th Eng Officer Kelly T.M 
Gowsell K 5th Eng Officer Pitt A.N 
Evans R.L 6th Eng Officer Dyer K.W 
Walker C.G 7th Eng Officer Ley P.S.G 
Cross A.G 8th Eng Officer Gilmore C 
Bernard D.H 9th Eng Officer Pickering B 
Barlow O.R Electrical Officer Outson S 
Alcock D 2nd Elect Officer Cain P 
Waller R.A 
Carpenter Kirkland J 
Chief Steward Cronin A.L 
2nd Steward Roberts O 
Chef Bannell J 





Chief Officer 

2nd Officer 

Snr 3rd Officer 
Surgeon 

Deck Cadet 

Deck Cadet 

Deck Cadet 

Deck Cadet 
Radio Officer 

2nd Radio Officer 


Chief Officer 
2nd Officer 
Snr 3rd Officer 
Jnr 3rd Officer 
Surgeon 

Deck Cadet 
Deck Cadet 
Deck Cadet 
Deck Cadet 
Radio Officer 
2nd Radio Officer 


Spring 1957 


(01/05/1957) 


Captain Dobson G.W 
Chief Eng Officer Guthrie A 


Moore A 2nd Eng Officer Brearley C 
Hudson A 3rd Eng Officer Marsh N 
Draysey G.H 4th Eng Officer Kendrick J 
Macarthur W.N 5th Eng Officer Dyer K.W 
Sutherland J.M 6th Eng Officer Ley P.S.G 
Henderson F.J 7th Eng Officer Maung L.M 
Anderson J.B 8th Eng Officer Pickering B 
Marton C 9th Eng Officer Derbyshire A 
Alcock D Electrical Officer Outson S 
Downard T.V.E 2nd Elect Officer Cain P 


Carpenter Kirkland J 
Chief Steward Cronin A.L 
2nd Steward Roberts O.M 





Autumn 1957 


(01/11/1957) 


Captain Williamson A.N 
Chief Eng Officer Guthrie A 


Moore A.N 2nd Eng Officer Brearley A.J 
Clarke I.G 3rd Eng Officer Kirkpatrick C.D 
Gurney F.G 4th Eng Officer Purks S.J 
Ellison R.M 5th Eng Officer Dyer K.W 
Mayne N 6th Eng Officer Piper B 
Sutherland J.M 7th Eng Officer Derbyshire A 
Henderson F.J 8th Eng Officer Ballantyne J.C 
Anderson J.B 9th Eng Officer Carrington W.J 
Marton C Electrical Officer Smith O.H 
Talbot G.C 2nd Elect Officer Cain P.T 
Downard T.V 


Carpenter Kirkland J.H 

Chief Steward Cowen G.G 
2nd Steward Roberts O.M 
Chef Warburton W 





Chief Officer 
2nd Officer 
Snr 3rd Officer 
Jnr 3rd Officer 
Surgeon 

Deck Cadet 
Deck Cadet 
Deck Cadet 
Deck Cadet 
Radio Officer 
2nd Radio Officer 


Chief Officer 
2nd Officer 
Snr 3rd Officer 
Jnr 3rd Officer 
Surgeon 

Deck Cadet 
Deck Cadet 
Deck Cadet 
Deck Cadet 
Radio Officer 
2nd Radio Officer 


Spring 1958 


(01/05/1958) 


Moore A.R 
Gurney F.G 


Captain Williamson A.N 


2nd Eng Officer 
3rd Eng Officer 


Chief Eng Officer Guthrie A 


Kirkpatrick C 
Purks S.J 


Downard D.F 4th Eng Officer Dyer K.W 
Ellison R.M 5th Eng Officer Piper B 
Roberts G.C.S 6th Eng Officer Derbyshire A 
Hann R.E 7th Eng Officer Ballantyne H 
McMillan R.C 8th Eng Officer Carrington W.J 
Simpson A.N 9th Eng Officer Davies P.E 
Tully G.J Electrical Officer Smith O.H 
Talbot G.C 2nd Elect Officer Grimster T.H 
Downard T.V 
Carpenter Kirkland J.H 
Chief Steward Sullivan J.J 
2nd Steward Roberts O.M 
Chef Warburton W 
Autumn 1958 
(01/11/1958) 
Captain Williamson A.N 
Chief Eng Officer Guthrie A 
MackKinlay J.W 2nd Eng Officer Brown T.V 
Gurney F.G 3rd Eng Officer Pearch J.T 
Downard D.F 4th Eng Officer Dyer K.W 
Ellison R.M 5th Eng Officer Lee P.G 
Roberts G.C 6th Eng Officer Ballantyne J.C 
Matcham R.J 7th Eng Officer Carrington W.J 
Hann R.E 8th Eng Officer Davies P.E 
Simpson A.N 9th Eng Officer Farrington A 
Tully G.J Electrical Officer Smith O.H 
Talbot G.C 2nd Elect Officer Grimster T.H 
Henry D 
Carpenter Kirkland J.H 
Chief Steward Sullivan J.J 
2nd Steward Anderson S 
Chef Maher J.T 





Chief Officer 
2nd Officer 
Snr 3rd Officer 
Jnr 3rd Officer 
Surgeon 

Deck Cadet 
Deck Cadet 
Deck Cadet 
Deck Cadet 
Radio Officer 
2nd Radio Officer 
Purser 


Chief Officer 
2nd Officer 
Snr 3rd Officer 
Uncert Officer 
Surgeon 

Deck Cadet 
Deck Cadet 
Deck Cadet 
Deck Cadet 
Radio Officer 
2nd Radio Officer 
Purser 


Mackinlay J.W 
Waldie J.W 
Jones E.H 
Goodchild S.J 


Summer 1959 


Captain Hagley R.L 


2nd Eng Officer 
3rd Eng Officer 
4th Eng Officer 
5th Eng Officer 


Chief Eng Officer Guthrie A 


Willoughby R.S 
Dyer K.W 
Ballantyne J.C 
Carrington W.J 


Moloney W.J 6th Eng Officer Farrington A 
Stretch I.A 7th Eng Officer Shannon G.F 
Dobson G.F 8th Eng Officer Turton T 
Jones D.1 9th Eng Officer Hudson J 
Reeves M.M Electrical Officer Evans R.S 
Talbot G.C 2nd Elect Officer Richards P 
Cave J.B 
Cronin A.L 
Carpenter Kirkland J.H 
2nd Steward Anderson S 
Chef Maher J.T 
Winter 1959 
(01/03/1960) 
Captain Hagley R.L 
Chief Eng Officer Guthrie A 
MackKinlay J.W 2nd Eng Officer Willoughby R.S 
Clarke I.G 3rd Eng Officer Dyer K.W 
Jones E.H 4th Eng Officer Carrington W.J 
Marton C 5th Eng Officer Farrington A 
Moloney W.J 6th Eng Officer Shannon G.F 
Matthews P.E.C 7th Eng Officer Hudson J 
Lewis E.C 8th Eng Officer Hall D.E 
Dobson G.F 9th Eng Officer Kelly P 
Reeves M.M Electrical Officer Grimster T 
Talbot C.C 2nd Elect Officer Richards P 
Gray J.B 
Cronin A.L 


Carpenter Kirkland J.H 
2nd Steward Anderson S 





Chief Officer 
2nd Officer 
Snr 3rd Officer 
Uncert Officer 
Surgeon 

Deck Cadet 
Deck Cadet 
Deck Cadet 
Deck Cadet 
Radio Officer 
2nd Radio Officer 
Purser 


Chief Officer 
2nd Officer 
Snr 3rd Officer 
Surgeon 

Deck Cadet 
Deck Cadet 
Deck Cadet 
Deck Cadet 
Radio Officer 
Purser 


Autumn 1960 


Captain Hagley R.L 


Chief Eng Officer Guthrie A 


MackKinlay J.W 2nd Eng Officer Willoughby R.S 
Broardworth A.G 3rd Eng Officer Dyer K.W 
Clayton D.R 4th Eng Officer Quigley T.G 
Marton C 5th Eng Officer Addinall E 
Daly P.D 6th Eng Officer Smith J.M 
Matcham R.J 7th Eng Officer Hudson J 
Farley D.E 8th Eng Officer Hall D.E 
Lewis E.C 9th Eng Officer Llewellyn C.A 
Reeves M.M Electrical Officer Grimster T.H 
Fletcher W.G 2nd Elect Officer Wellings C.D 
Gray J.B 
Cronin A.L 
Carpenter Rowe A.J 
2nd Steward Anderson S 
Chef Maher J.T 
Spring 1961 
(18/04/1961) 
Captain Hagley R.L 
Chief Eng Officer Guthrie A 
MacPherson A 2nd Eng Officer Melvin W 


Mason D 3rd Eng Officer Farrington A 
Clayton D.R 4th Eng Officer Beattie A 

Hogg R 5th Eng Officer McClement J 
Smith G 6th Eng Officer Wallace E 
Wood M.C 7th Eng Officer Taylor J 

Farley D.E 8th Eng Officer MacKay J.J 
Lewis E.C 9th Eng Officer McGown T 
Brumby G.J Electrical Officer Forrester B.A 
Finlayson E.M 2nd Elect Officer Humphreys B.W 


Carpenter 


McDonough T 


2nd Steward Anderson S 


Chef 





Chief Officer 
2nd Officer 
Snr 3rd Officer 
Uncert Officer 
Deck Cadet 
Deck Cadet 
Deck Cadet 
Radio Officer 
Purser 


Chief Officer 
2nd Officer 
Snr 3rd Officer 
Jnr 3rd Officer 
Deck Cadet 
Deck Cadet 
Deck Cadet 
Deck Cadet 
Radio Officer 
Purser 


Autumn 1961 


Captain Young A.E 


Chief Eng Officer Guthrie A 





Waldie J.W 2nd Eng Officer Willoughby R.S 
Wilkinson D.P 3rd Eng Officer Farrington A 
Ablett J 4th Eng Officer Beattie A 
Reeves M.M 5th Eng Officer Robinson B 
Lee S.J 6th Eng Officer Watson T.H 
Tut M.T 7th Eng Officer White B.R 
Paulusz H 8th Eng Officer Prince F.J 
Ferry W.J 9th Eng Officer Finlay R.A 
Finlayson E.M Electrical Officer Archibald W.R 

2nd Elect Officer Higginson D 

Carpenter Blakely W.A 
2nd Steward Steed R.F.A 
Chef Howard H 
Spring 1962 
(01/05/1962) 
Captain Davies H 
Chief Eng Officer Guthrie A 

Hudson A 2nd Eng Officer Kelly T.M.C 
Jones E.H 3rd Eng Officer Farrington A 
Mobberley D.H 4th Eng Officer Robinson B 
Stretch A.| 5th Eng Officer Turner T.A 
Lee S.J 6th Eng Officer White B.R 
Tut M.T 7th Eng Officer O'Byaw S.R 
Kingsmill M 8th Eng Officer McCartney G.S 
Birkett R 9th Eng Officer Gleeson G 
Ferry W.J Electrical Officer Higginson D 
Moule L.A.E 2nd Elect Officer Humphreys F.W 


Carpenter Blakely W.A 
2nd Steward Kneale W.J 





Chief Officer 
2nd Officer 
Snr 3rd Officer 
Uncert Officer 
Deck Cadet 
Deck Cadet 
Deck Cadet 
Deck Cadet 
Radio Officer 
Purser 


Chief Officer 
2nd Officer 
Snr 3rd Officer 
Jnr 3rd Officer 
Deck Cadet 
Deck Cadet 
Deck Cadet 
Deck Cadet 
Radio Officer 
Purser 


Winter 1962 


(01/03/1963) 


Captain Williamson A.N 
Chief Eng Officer Guthrie A 
2nd Eng Officer Wilson D.K.B 
3rd Eng Officer O'Leary P 
4th Eng Officer Turner R.A 
5th Eng Officer O'Byaw S.R 


Waldie J.W 
Jones E.H 
Jones D.| 
Tiller C.R 





Fletcher R 6th Eng Officer Gillis B 
Tut M.T 7th Eng Officer Hume J 
Kingsmill M 8th Eng Officer Lindsay W.P 
Birkett R 9th Eng Officer Woodend M.J 
Ferry W.J Electrical Officer Sowden R 
Moule L.A.E 2nd Elect Officer Gaskell W.G 
Carpenter Blakely W.A 
2nd Steward Kneale W.J 
Chef Edwards W.T 
Winter 1963 
(01/03/1964) 
Captain Wiliamson A.N 

Chief Eng Officer Mawdsley F.A.L 
Hudson A 2nd Eng Officer Steven R.S 
Jones E.H 3rd Eng Officer Rowe J.D 
Coventry P.H.S 4th Eng Officer Lindsay W.P 
Vaughan C.J 5th Eng Officer Woodend M.J 
Fletcher R 6th Eng Officer Evans H.E 
Raeburn-Ward A.D 7th Eng Officer Boyle T 
Weinman L.P 8th Eng Officer Mercer G 
Set A 9th Eng Officer Bristol G.G 
Unsworth J.E Electrical Officer Gaskell W.G 
McNeil R 2nd Elect Officer Thompson J.R 


Carpenter Blakely W.A 
2nd Steward Cousins J.H 


Chef 


Edwards J.G 





Spring 1965 


(10/05/1965) 


Captain Williamson A.N 
Chief Eng Officer Finlinson H.M 


Chief Officer Waldie J.W 2nd Eng Officer Kelly T.M.C 
2nd Officer Bath A.L 3rd Eng Officer Clark J.D 
Snr 3rd Officer Woodham R.M.S 4th Eng Officer Bristol G.G 
Uncert Officer Russell R.H 5th Eng Officer Pritchard J.| 
Deck Cadet Morgan A.J 6th Eng Officer Shaw J.H 
Deck Cadet Bates P 7th Eng Officer Moses R.T 
Deck Cadet Weinman L.P 8th Eng Officer Dalton J 
Deck Cadet SetA 9th Eng Officer Laing R.F 
Radio Officer Unsworth J.H Electrical Officer Young |.D 
Purser McNeil R 2nd Elect Officer Thomas A 


Carpenter Farrell H 
2nd Steward ThomasA 
Chef Powdrill R.F 





Spring 1966 


(01/05/1966) 


Captain Williamson A.N 
Chief Eng Officer Shackleton J.H 


Chief Officer Clayton D.R 2nd Eng Officer Turner T.A 
2nd Officer Hayes A.J 3rd Eng Officer Quigley T.G 
3rd Officer Scott H.A 4th Eng Officer Muddiman G.T 
Deck Cadet Creamer D.J 5th Eng Officer O'Byaw S.R 
Deck Cadet Nyunt M.T 6th Eng Officer Turner K.W 

Radio Officer Kielthy P.K 7th Eng Officer Robson B 

Purser Turner J.H 8th Eng Officer Gillespie |.W 


9th Eng Officer Tripyear P.F 
Electrical Officer Scovell D.K 
2nd Elect Officer Jones M.B 
Carpenter Hughes (ch) P 
2nd Steward Clarke N.F.B 





Chief Officer 
2nd Officer 
3rd Officer 

Ext 3rd Officer 
Deck Cadet 
Deck Cadet 
Deck Cadet 
Deck Cadet 

Radio Officer 

2nd Radio Officer 
Purser 


Chief Officer 
2nd Officer 
3rd Officer 
Deck Cadet 
Deck Cadet 
Deck Cadet 
Deck Cadet 

Radio Officer 

Purser 
Assistant Purser 


Autumn 1966 


(01/10/1966) 


Captain Williamson A.N 
Chief Eng Officer Shackleton J.H 





Lightfoot A.F 2nd Eng Officer Turner T.A 
Bath A.L 3rd Eng Officer Quigley T.G 
Paulusz H 4th Eng Officer Turner K.W 
Morris R.J 5th Eng Officer Lloyd J.T 
Heskins S.H 6th Eng Officer Gillespie |.W 
Morrison R.N 7th Eng Officer Panter P.F 
Hodgson G.K 8th Eng Officer Gregory W.D 
Nyunt M.T Engineer Cadet Johnson P.G 
Scorgie J Electrical Officer Thomas A 
Greaves T.H 2nd Elect Officer Jones M.B 
Turner J.H 
Carpenter Hughes (ch) P 
Writer Capes J.T 
Autumn 1968 
(01/12/1968) 
Captain Williamson A.N 
Chief Eng Officer Peat R 

Dyer S.R 2nd Eng Officer Turner T.A 
Woodham R.M.S 3rd Eng Officer Mathieson D.R 
Creamer D.J 4th Eng Officer Moses R.T 
Howard M.A 5th Eng Officer Gilmour D.T 
Hodgson R.B 6th Eng Officer Ratcliffe A.T 
Buckley P 7th Eng Officer Ratnayake S.L 
Williams P.G 8th Eng Officer Inman J.R 
Mallett A.E Electrical Officer Heaton A 
Ravera R.F 2nd Elect Officer Roberts J.G 


Martin H.H 
Carpenter Hughes (ch) P 





